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Cryostat Modified to Aid Rotating Beam Fatigue Test 
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The problem: 

To perform a rotating beam fatigue test in a cryo- 
genic environment. Since the test specimen must be 
rotated at speeds up to 10,000 rpm, successfully seal- 
ing the cryogenic environment from the ambient be- 
comes a critical consideration. 

The solution: 

A stainless steel Dewar is modified to receive ex- 

• tended specimen supporting members through spe- 
cially designed rotary seals. 


How it's done: 

Radially stacked, bellows mounted graphite seals 
are mounted on opposite sides of the modified Dewar 
with the specimen, in its supporting members, be- 
tween them in the cryogenic environment. The Dewar 
is supported on a platform that may be adjusted in 
elevation so that no extraneous weight will load the 
specimen during test. The Dewar is equipped with a 
liquid level control plus a shut-off switch that is actu- 
ated by test specimen catastrophic failure, permitting 
unattended operation for considerable periods. 
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This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States 
Government nor any person acting on behalf of the United States 


Government assumes any liability resulting from the use of the 
information contained in this document, or warrants that such use 
will be free from privately owned rights. 


Notes: 

1. The Dewar, loading members, motor, counter, 
and electrical harness making up the test set can 
be fully enclosed and pressurized with an inert gas 
to make the system explosion proof. 

2. Inquiries concerning this innovation may be di- 
rected to: 

Technology Utilization Officer 
Marshall Space Flight Center 
Huntsville, Alabama, 35812 
Reference: B66- 10083 


Patent status: 

No patent action is contemplated by NASA. 

Source: Thomas F. Durham 
of North American Aviation, Inc., 
under contract to 
Marshall Space Flight Center 
(M-FS-435) 


Brief 66- 10083 


Category 03 



